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Kam Colorectal Centre 


Dr Kam Ming Hian completed his surgical training at Singapore General Hospital in 
2006, and was subsequently admitted as a Fellow of the Royal College of Surgeons, 
Edinburgh and Academy of Medicine, Singapore in 2007. He received advanced 
training in the surgical treatment of inflammatory bowel diseases in Edinburgh from 
2004-2005 and in 2008, he was conferred the SingHealth HMDP award to further his 
skills in advanced laparoscopic colorectal surgery at the Royal Brisbane Hospital. Dr 
Kam was promoted to consultant in 2009. His last held position was as senior 
consultant in the Department of Colorectal Surgery at Singapore General Hospital. 
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Kam Colorectal Centre is a one-stop hub specializing in piles treatment and the 
effective management of other colorectal conditions. The clinic was founded by 
senior consultant and Singapore colon surgeon Kam Ming Hian, who is one of few 
surgeons in Singapore who are accredited to perform robotic colorectal surgery. 
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